STOKKSAY   CASTLE

similar to those in the hall and also two very small windows
with shutters through which the lord could keep an eye on
proceedings in the hall. The solar, which was the room chiefly
used by later tenants of the castle, has fine panelling and an
elaborately carved chimney-piece of the period of Charles II.
Beyond is the south tower or keep with three storeys, a single
room on each floor, lighted by ungla/.cd lancet windows.

The whole thus presents, in the words of Henry James, * a
capital example of what the French call a small " gentil-
hommiere J? of the thirteenth century/ which enables us easily
to picture the daily life of the period.
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